Got a Control Problem— Try Fluidics. Now you can design fluidic control 
systems quick and easy. Here’s how to get all the latest and most up-to- 
date engineering knowledge. This publication can save your company thou¬ 
sands of dollars yearly by showing you the proper application of Fluidic 
Devices. 
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